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DESCRIPTION. 


















WE GUARANTEE 
Mwhite. allthe forged parts 
RAMMER : of ‘tthe Giant’ 


Black Enamel. against defects of 


material or make. 


THE ONLY GENUINE 3 -- 





Foot: 
Polished Swedish 
Steel. 
SHAPE: 

Octagon Ram- 
mer with 12 in. 
measure. 


found defective 
sa a within one year 
Nail Puller that is a Trade Puller, OO ET ae 


with One Year absolute Guarantee. replace same. 











You can’t be deceived—your customers can't be disappointed, if the word GIANT is on the Hammer. 


The GIANT, 1902, has been improved. Pattern 1901 was good, excellent, almost perfect. 
But make 1902 is better. Time, money, labor, endless experiment to get the best, has resulted 
in the production of steel as tough as adamant, and non-brittle to the point of highest perfection. 


No tool requires | No. 1 Weight 5 lbs —3 doz. in case, weight 180 lbs.....$ 18.00 No Nai! Puller has 
(é¢ TZ c¢ ce (6 (¢ «¢ oe 


a better steel than 1% 4 a mae 16.50 | as perfect a steel 


a Nail Puller. 2 og eg ies “116 ‘*..... 15.00 | a8 the GIANT. 
_———————————— eee eS 


The Giant is acknowledged the best Trade Puller possibie. 


It is constructed on correct mechanical principles, so that one jab of the Raminer catches the 
nail—one pull of the handle lifts it out. The box is not split—the nail head not broken. 

Every GIANT is warranted against defect of material or make, and any one found wanting 
will be replaced. The GIANT makes money and saves money, and it pays for itself in a few days. 


SMITH & HEMENWAY CO. 296 Broadway, New York. 
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